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MBTA CONTRACT NO. B92PS23 
BRIDGES NO. B-16-152 (93J) & B-16-151 (93H) 
FAIRMOUNT LINE OVER EAST COTTAGE STREET & NORFOLK AVENUE, MILE POINT 226.07 & 226.22 
BOSTON, MASSACHUSETTS 


MSP) (T) 


Public Meeting for the Rehabilitation of the East Cottage Street & Norfolk Avenue Bridges, Fairmount Line 


MBIA 
SAST COTTAGE STREET & NORFOLK AVENUE BRIDGES 


Zoom Meeting Rules 


1. Inthe interest of presenting the information clearly, participants will be muted during 
project presentation 

2. If a participant has a question during the presentation, please enter question into the 
Q&A box and press “SEND”. 

4. Host can reply via the Q&A option; response will be visible in the Q&A window. 
Questions may be addressed at the end of the presentation. 

4. For participants that prefer to ask questions verbally at the end, they should “raise their 
hand” by clicking on “Participants”, then the “...” button at the bottom of that window. 
The host shall then unmute participant to ask the question. For phone dial-in: enter *9 
to “raise your hand” 

5. When a participant asks a question, please state your name, title (if any) and affiliation 

6. Elected officials will be recognized for questions first, followed by other attendees 

7. The meeting is being recorded 
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EXISTING BRIDGES 


East Cottage Street Bridge Norfolk Avenue Bridge 

> Year Constructed = 1906 > Year Constructed = 1906 

> Span = 43’-0" > Span = 63-8" 

> Width = 30’-8” (handrail to handrail) > Width = 30’-4” (handrail to handrail) 
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Norfolk Aven ue Bridge 
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Girder Deterioration 
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EXISTING BRIDGES ' 
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EAST COTTAGE STREET BRIDGE 
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NORFOLK AVENUE BRIDGE 
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SUBSTRUCTURE 


— ' sonia Existing substructure to be 

; : re-used with strengthening 
modifications at both bridges. 
Modifications to be performed prior 
to superstructure replacement. 


East Cottage Street Bridge 
South Abutment 


« Micropiles will be installed from top of abutment wall 
(some of this work may occur at night) 
¢« Tiebacks will be installed through abutments (some of 


this work may require lane(s) closures) Norfolk Avenue Bridge 
South Abutment 
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TEMPORARY PARCEL ACQUISITIONS 
BURRELL STREET PARCELS 
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BURRELL STR 
¢ Parcels owned by City of Boston 


and private entity 
¢« Close proximity to Norfolk Avenue 


Bridge Sa, : 

¢ Contractor will be required to * [irieapr a, / 
secure site during non-working , Sg“ 
hours 


¢ Contractor employees will not be 
allowed to park along Burrell 


erect P 
¢ Space will serve as Contractor ey \ant ag 
laydown area for; a -. * 
¢ material storage Gos ‘iB 7 


* equipment storage 
¢ staging area 
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¢ Existing MBTA Property 
¢ Along Fairmount Line, just 


south of Uphams Corner 8 fs ep eS 
Station * of 

- Potential laydown or aE ae ie | 
material/equipment ma 
storage/staging area —, &4 | iy 
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¢ Existing MBTA Property 

¢ Sufficient space for assembly of bridges 

¢« Close proximity to Fairmount Line for transport of superstructure 
assemblies by rail 

¢ Minimizes use of city streets for material transport 

¢ Minimizes use of cranes/significant lifts 

¢ Minimizes disruption to public 
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READVILLE YARD LAYDOW 


* Readville Yard Site 


Ip. Wy ¢ MBTA property 
« Adequate space for delivery 
and assembly of bridges 
Sf < 


¢« Allows bridges to be loaded 
onto flatbed cars and 
transported via rail 

« Use of Readville Yard 
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WEEKEND CLOSURE CONSTRUCTION ACTIVITIES ~ 
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*Micropile and tieback installation will be performed before bridge installation weekend closure (T) 
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WEEKEND CLOSURE CONSTRUCTION ACTIVITIES ~ 


5 ¢ 
TRACK. 1—GNBOUND) AND 
““{_] CONSTRUCTION & 


Phase 2 —- Outbound Construction SOE IN PLACE 
FROM PHASE 1 


*Micropile and tieback installation will be performed before bridge installation weekend closure (T) 
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DETOUR ROUTE 


Best Buy = . > 
nN Tales C) Bridge Locations 


~ _Detour Route 


¢ Traffic detoured to major streets: 


BOR Elesmnary ¢ Columbia Road 
"ors ¢ Dudley Street 


wont e Massachusetts Avenue 
Pang The Banshee @ ¢ Magazine Street 
brooke ¢ Local traffic only on East Cottage 
Street and Norfolk Avenue 


DUDLEY | 
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Partial Closure: Full Closure: 

> Weekdays 9 am — 3 pm ¢ 2 Weekends 9 pm Friday — 6 am Monday 
e Alternating one-way traffic 

¢ One sidewalk always open 

e Full street available during non-work hours 
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Partial Closure: | Full Closure: 

> Weekdays 9 am — 3 pm ¢ 2 Weekends 9 pm Friday — 6 am Monday 
e Alternating one-way traffic 

¢ One sidewalk always open 

¢ Full street available during non-work hours 
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Partial Closure: Full Glocure: 

> Weekdays 9 am — 3 pm ¢ 2 Weekends 9 pm Friday — 6 am Monday 
e Alternating one-way traffic 

¢ One sidewalk always open 

¢ Full street available during non-work hours 
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Partial Closure: Full Closure: 

* Weekdays 9 am — 3 pm ¢ 2 Weekends 9 pm Friday — 6 am Monday 
e Alternating one-way traffic 

¢ One sidewalk always open 

¢ Full street available during non-work hours 
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UTILITIES 27 


¢ No street excavation planned 


¢ No anticipated utility impacts or interruptions to the 
community 
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NOISE MITIGATION . 


¢ Significant portion of heavy construction will occur at Readville Yard i.e. assembly of 
bridge sections 


¢ Contractor will submit noise monitoring and control plans 
¢ Contractor will be required to implement noise mitigation measures including: 
¢ Noise barriers where possible 
« Ambient-sensitive truck back-up alarms 
¢ Truck idling limited to a maximum of 5 minutes 
¢ Limitations on equipment used during nighttime hours 
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CONSTRUCTION DURATION * 


Construction Duration (estimated) 18 to 24 Months? 
Approx. No. Single Track Weekend Outages 4to6 
Approx. No. Full Weekend Outages 4 


1 — Duration includes assembly of bridges at Readville Yard 
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QUESTIONS? 


For additional reall time information please visit 


ee icnumbta.cer mi/projects/east-cottage-st-and-norfolk-ave-brid 
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Effective Winter 2019 
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Keep in Mind: 


This schedule will replace the schedule 
of October 29, 2018. 


Presidents’ Day and 4th of July operate 


8 Saturday service schedule. 


6 Day, Memorial Day, Labor 

anksgiving Day, and Christ 
Day operate on a Sunday service 
schedule. 
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Schedules may change in the 
event of severe weather 


The MBTA and Keolis closely monitor 
weather forecasts to determine if 
conditions necessitate changes to the 
Commuter Rail schedule. 


During weather events, the symbols 
below will communicate service level and 
impact on passengers, Service level for 
the following day will be announced mid- 
afternoon on the prior day. 


REGULAR 
SCHEDULE 


Trains will operate 
on a normal 

450 550 6:50 B50 «6%50 61050 schedule. 
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No passenger 
Service tea Cownload the Follow service on 


617-222-3200 Ga Commuter Rail App @MBTA_CR Commuter Rail. 
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Legend 


Massachusetts Bay Transportation Authority 
Commuter Rail Map 
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